Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 STATE 036705 

63 
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INFO OCT-01 ISO-OO SSO-OO /001 R 

DRAFTED BY SCA/SCS/JTBLANTON/MRER 
APPROVED BY SCA/SCS/JFHUGHES 
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O 190015Z FEB 75 

FM SECSTATE WASHDC 

TO AMCONSUL TANGIER IMMEDIATE 

UNCLAS STATE 036705 

E.O. 11652: N/A 

TAGS: CASC(FARR, DENICE) 

SUBJECT: WAV DENICE FARR 

AMCIT DENICE FARR HOSPITALIZED ITALIAN CATHOLIC HOSPITAL, 
TANGIERS, SUFFERING FROM UNDISCLOSED ILLNESS. MRS. FARR 
TELEPHONED HOSPITAL BUT WAS UNABLE OBTAIN INFORMATION ON 
DAUGHTER. PLEASE ADVISE SOONEST DIAGNOSIS/PROGNOSIS, 
WHETHER FUNDS NEEDED, AND WHEN SHE WILL BE ABLE TRAVEL. MAW 
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Current Classification: UNCLASSIFIED 
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Copy: SINGLE 
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Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
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Disposition Comment: 
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Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE036705 

Document Source: CORE 

Document Unique ID: 00 

Drafter: SCS/JTBLANTON/MRER 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750058-0331 
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Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9750231 /aaaabbsw. tel 

Line Count: 38 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN SCSE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 

Review Authority: ElyME 

Review Comment: n/a 

Review Content Flags: ANOMALY 

Review Date: 14 MAY 2003 

Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <14 MAY 2003 by BrownAM>; APPROVED <14 JAN 2004 by ElyME> 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: W/W DENICE FARR AMCIT DENICE FARR HOSPITALIZED ITALIAN CATHOLIC HOSPITAL 
TAGS: CASC, (FARR, DENICE) 

To: TANGIER 
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